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Oxford Placement Tests 


Revised Edition 
Dave Allan 
Areliable and efficient means of grading and placing students into levels from 
Elementary to post-Proficiency. 
The tests are divided into a ten-minute listening test and a one-hour grammar test. 
Each Pack contains forty copies of a test, with a levels chart for placing students 
relative to the most widely recognized exams. 
Results calibrated to the Common European Framework of Reference Levels 
(A1-C2), Cambridge ESOL Examinations, and other international examinations. 


Transparent overlays for marking. 

Diagnostic Key for the grammar test. 

User guide. 

Answer keys with Practical English Usage, Third Edition references available online. 


Oxford Placement Tests, Revised Edition 

9780194309004 Pack 1 

978 0 194309066 Marking Kit with User Guide and Diagnostic Key 
978019 4328074 Audio CD 1 

9780194309011 Pack2 

978 0 19 4309073 Marking Kit with User Guide and Diagnostic Key 
9780194328104 Audio CD2 


SEEALSO Practical English Usage PAGE 74 
Insights from the Common 
European Framework PAGE 87 
oxfordenglishtesting.com PAGE 41 


Join the Oxford Teachers’ Club 


... for access to the Exams website where you will find information, articles, practical 
teaching tips, and regular updates on exams issues. 


h Language Teaches 


OXFORD = 


T 


Exams 


a 


www.oup.com/elt/teacher/exams 


40 Titles in red are new or forthcoming. Please check publication dates with your local OUP office. 


oxford english .com 


The Oxford Online Placement Test 


Find your students’ language level using a test that you assign online, 

students complete online and that gives you an instant result... online. 

@ Results map to the CEFR, plus a score on a scale of 0-120, the time taken, 
and language ability descriptors. 

@ Computer-adaptive method of delivery makes it short, yet accurate. 


@ Use the Learning Management System to place students in appropriate 
classes based on their results. 


@ Suitable for Quick Placement Test users. 


Online exam practice tests 


Help your students improve their exam results with realistic practice tests. 


@ Assign in Practice Mode with instant support features for your 
students: automatic marking and instant feedback, online 


Online practice 


dictionary look-up, exam tips ... and more for KET. PET. FCE 
@ Assign in Test Mode, without support features, to give CAE, IELTS, TOEIC® 
students an experience of exam conditions. and TOEFL® iBT 


Learning Management System 


Assign tests, track progress and record results with user-friendly 
administration tools. 


@ Assign placement or practice tests. 
@ Track your students assignments and extend their deadlines if necessary. 


@ View results in the online Markbook, after answers have been automatically 
marked. 


Preparation for 


Find your nearest centre at: 
www.CambridgeESOL.org/nextstep 


Find out more OXFORD 


UNIVERSITY PRESS 
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LEVEL 
FORTHCOMING 


Cambridge Young 
Learners English 
Tests 


Starters and Movers and 
Flyers 
Petrina Cliff 


Full colour Starters, Movers, and new 
Flyers practice tests to provide 7-12 
year-olds with realistic practice that 
reflects the real Cambridge ESOL (YLE) 
Tests. 


E Written by highly-experienced author. 
E For use with any primary course. 


E Complimentary Audio CD in both 
Student’s and Teacher’s Pack. 


E Teacher’s Booklets include teaching 
tips and tips for the tests. 


Cambridge Young Learners English Tests 

9780194577144 Starters Student's Pack (Student's Book 

and Audio CD) 

9780194577137 Starters Teacher's Pack (Student's Book 

and Audio CD and Teacher's Booklet) 

9780194577199 Movers Student's Pack (Student's Book 

and Audio CD) 

9780194577182 Movers Teacher's Pack (Student's Book 

and Audio CD and Teacher's Booklet) 

9780194577243 Flyers Student’s Pack (Student's Book 

and Audio CD) 

9780194577236 Flyers Teacher's Pack (Student's Book, 
Audio CD, and Teacher's Booklet) 


) saso Oxford Essential Dictionary PAGE 64 
Grammar PAGE 72 
Oxford Practice Grammar Basic PAGE 73 


Practice Tests 


KET Practice Tests 


ELEMENTARY 
A2/KET 


Annette Capel and Sue Ireland 


Aset of four tests providing authentic 
practice for the Key English Test, 
replicating the exam in level and 
appearance. 


E Authors closely involved with KET. 
E Exam tips throughout. 
E Full explanation of Paper 3 Speaking. 


E With Key edition contains Teaching Tips. 


KET Practice Tests 
9780194574204 Practice Tests Without Key 


9780194574211 Practice Tests With Key and 
Audio CD Pack 


EXAMINATIONS 


Practice Tests 
o 


PET Practice Tests 


with explanatory key 
INTERMEDIATE 

B1/PET 

Jenny Quintana 


Five practice tests for the Cambridge 
Preliminary English Test. 


E Exam tips throughout. 

E Colour photos for Paper 3 Speaking. 

m With Key version includes authentic 
student answers for Paper 1 with 


assessment criteria for Paper 1 and 
Paper 3. 


PET Practice Tests 


9780 19 4534680 Practice Tests With Key and 
Audio CDs Pack 


978 0 194534727 Practice Tests Without Key 


Practice Tests 


FCE Practice Tests 


UPPER-INTERMEDIATE 
B2/FCE 


Mark Harrison 

A set of four completely new practice 

tests for the revised FCE exam 

(December 2008). 

E Four complete tests. 

E Assessment criteria for Paper 2 
Writing and Paper 5 Speaking. 

E Eight pages of colour photos. 

E Sample answer sheets. 


FCE Practice Tests, New Edition 


9780 19 4568753 Practice Tests With Key and 
Audio CDs Pack 
9780 194564762 Practice Tests Without Key 


Practice Tests 
9 


CAE Practice Tests 


ADVANCED 
C1/CAE 


Mark Harrison 


A set of four completely new practice 
tests for the revised CAE. 


E Four complete tests. 

E Assessment criteria for Paper 2 
Writing and Paper 5 Speaking. 

E Eight pages of colour photos. 

E Sample answer sheets. 


CAE Practice Tests, New Edition 


978 0 194568760 Practice Tests With Key and 
Audio CDs Pack 


978 0 19 4565011 Practice Tests Without Key 


CPE Practice Tests 


with explanatory key 


ADVANCED 
C2/CPE 


Mark Harrison 


A set of four practice tests for the 
Cambridge CPE exam. The explanatory 
key gives detailed correct answers and 
explanations about why incorrect 
answers are incorrect. Ideal for 
classroom use or self-study. 


CPE Practice Tests 


978 0 194568814 Practice Tests With Explanatory Key 
and Audio CDs Pack 


978 0 19 4329095 Practice Tests Without Key 


Titles in red are new or forthcoming. Please check publication dates with your local OUP office. 


IELTS 


Practice Tests 


IELTS Practice 
Tests 


Peter May 


Four practice tests with exam skills 
training and practice, and detailed 
explanations of answers. 


E Detailed exam factfile. 


E Strategies with the correct procedure 
for all tasks. 


E Improve your skills tasks to focus 
learners on the right approach. 


E Four complete IELTS exams with 
academic reading and writing 
modules. 


E ‘Explanatory key’ to encourage real 
learning from the exams. 


E Sample writing tasks. 


IELTS Practice Tests 
978 0 194575287 Practice Tests Without Key 


978 0 194575317 Practice Tests With Explanatory Key 
and Audio CDs Pack 


BEC 
ers 
Moree Tun 


BEC Practice Tests 


Mark Harrison, Rosalie Kerr, Vanessa Jakeman, 
and Russell Whitehead 
Series Editors: Mark Harrison and Rosalie Kerr 


BEC Practice Tests 

PRELIMINARY 

978 0 19 4531832 Practice Tests With Answers 
9780194531894 Cassettes (2) 

VANTAGE 

978 0 194531856 Practice Tests With Answers 
978 0 194531900 Cassettes (2) 

HIGHER 

978 0 194531870 Practice Tests With Answers 
978 0 194531917 Cassettes (2) 


cddNTbown 


Build Up to 


Countdown 


INTERMEDIATE 
B1 LEADING TO B2 


Jenny Quintana 


Acomplete intermediate course which 

develops essential language skills and 

introduces students to a wide range of 

exam tasks. Especially written and 

designed for young teenagers. 

E Teenage-friendly magazine-style 
design. 

E Skills development tips to encourage 
effective learning. 


© Two full listening activities in each 
unit. 


E Strong vocabulary focus throughout 
the course. 

m Workbook with free interactive 
MultiROM for students. 

E Dedicated Grammar Book especially 
written to support the course. 

E Interleaved Teacher’s Book with 


facing pages of Student’s Book and 
teaching notes. 


E Additional Test Booklet available. 


‘educed sample page from Build Up to Countdown 
Student's Book 


Build Up to Countdown 

978 0 194800006 Student's Book 

9780194800075 Teacher’s Book 

978 0 194800099 Workbook With Key and MultiROM 
978 0 194800198 Workbook Without Key and MultiROM 
978 0 194800051 Class Audio CD 

978 0 19480022 8 Grammar Book With Key 

978 0 194800235 Grammar Book Without Key 


Countdown to 


First Certificate 


New Edition 
UPPER-INTERMEDIATE 
B2 


Michael Duckworth, Kathy Gude, and 
Jenny Quintana 


Countdown to First Certificate bridges 
the gap between intermediate level 
and the First Certificate exam. It 
introduces learners to graded exam 
format tasks while giving them a 
strong foundation in vocabulary and 
grammar. Written and designed to 
appeal to teenagers. 


m 100% new edition with up-to-date 
texts. 


E Visually dynamic magazine look. 
E Streamlined 12 unit structure. 


E Lots of grammar practice in the 
Grammar Zoom, Language in Use, 
Writing, and Workbook. 


Œ Wordpower and Vocabulary sections 
reinforce key vocabulary. 


E Writing task supported by task 
analysis, sample answers, notes, and 
useful phrases. 


E Interleaved Teacher’s Book. 


Countdown to First Certificate, New Edition 
9780194801003 Student’s Book 


9780194801058 Workbook With Key and Student's 
Audio CD Pack 


978 0 194801034 Workbook Without Key and Student's 
Audio CD Pack 


9780 194801065 Teacher's Book 
978 0 194801072 Class Audio CD 


New Success at 


First Certificate 


UPPER-INTERMEDIATE 

B2/FCE 

Robert O'Neill, Michael Duckworth, and 
Kathy Gude 


New Success at First Certificate provides 
an integrated syllabus of general English 
development and exam preparation. 


New Success at First Certificate 

978 0 19 4533324 Student's Book 

978 0 19 4533331 Workbook (Without Key) 
978 0 194533348 Teacher's Book 

978 0 194533355 Class Cassettes (2) 


EXAMINATIONS 


New Fast Class 


UPPER-INTERMEDIATE 
B2 


Kathy Gude 

Anew edition of the flexible FCE exam course - with an Online Workbook. 
Suitable for fast-track preparation for the FCE exam. 

The Student’s Book offers: 

Updated content and new design for the revised FCE exam (December 2008). 


© 10 stand-alone units. Each unit can be used as a separate lesson, focusing ona 
different aspect of the exam to the unit before. 


E Exam Helpline tips. 
E Revise and Extend sections for each unit. 
The Online Workbook offers: 


E Exercises with automatic marking, instant feedback, online dictionary and 
grammar look-up. 


m 100 key-word transformations. 
© Unit-by-unit wordlists for students to write in translations. 
E Access to one complete online FCE practice test. 


© Option for teachers to assign tasks and track students’ progress via the Learning 
Management System (LMS) at oxfordenglishtesting.com. 


Teacher’s CD-ROM with: 


E Video showing real students and examiners doing a complete Speaking test, with 
analysis. 


E PDFs of progress and unit tests. 


J Online Workbook with automatic marking 
Teacher-directed learning via Learning Management 


System 
Online FCE practice test 
Teacher’s CD-ROM 


New Fast Class 

978 0 19 4829007 Student's Book with Online Workbook 

978 0 194829106 Teacher’s Pack (Teacher's Book with CD-ROM) 
978 0 19 4829076 Class Audio CD 


|P SEEALSO oxfordengishtestng com 
Oxo WodpoweDcionary 


All our CD-ROMs are Interactive Whiteboard friendly. 


EXAMINATIONS 


Masterdlass 


PET Masterclass 


INTERMEDIATE 
B1/PET 


Annette Capel and Rosemary Nixon 


This modular course provides coverage 
of topics, grammatical areas, and 
vocabulary included in the PET. Training 
activities combine with exam task 
familiarization and practical exam tips. 
Lessons are conveniently placed on a 
double page. Now with Introduction to 
PET module. 


Workbook MultiROM with listening 
material and a link to one online 
practice test at: 


oxfordenglishtesting.com 
Pp esr 


PET Masterclass 

978 0 19 451408 8 Students Book and Introduction to PET 
Pacl 

978 0 194535472 Workbook Resource Pack With Key 

978 0 194535489 Workbook Resource Pack Without Key 

9780194514057 Teacher’s Book 

978 0 194514118 Introduction to PET Teacher’s Pack 

978 0 194514033 Class Cassette 

9780194514040 Class Audio CD 


) seeaso Oxford Wordpower Dictionary PAGE 65 


Py oxor englis 


Masterclass 


First Certificate 
Masterclass 


New Edition 


UPPER-INTERMEDIATE 
B2/FCE 


Simon Haines and Barbara Stewart 


The highly successful course for 
ambitious Cambridge FCE candidates. 


E Detailed ‘Dos and Don’ts’ on how to 
approach Cambridge FCE tasks. 


E A greater emphasis on vocabulary. 


E Guided extracts from recorded 
Speaking tests. 


E A Writing Guide containing model 
answers and ideas for Paper 2. 


E Tests and photocopiable activities 
available online. 


Workbook MultiROM with listening 
material and a link to two online 
practice tests at: 


Py oxfordenglishtesting.com 


First Certificate Masterclass 

9780194522007 Student's Book 

9780194522014 Teacher's Book 

978 0 194522069 Class Audio CDs (2) 

978 0 194522045 Workbook Resource Pack With Key 
978 0 194522052 Workbook Resource Pack Without Key 
New First Certificate Masterclass Video 
9780194590013 Activity Book 

978 0 194589970 Video Cassette 1 VHS PAL 

978 0 194590082 Video Cassette 2 VHS PAL 

978 0 194594202 DVD (Levels 1 and 2) 


SEEALSO Oxford Advanced Learner's 


Dictionary PAGE 66 


Masterdass 


IELTS Masterclass 


Simon Haines and Peter May 


Trains students in broad academic 
skills and develops thinking strategies. 


IELTS Masterclass will take students to 
the level required for university 
admission by covering all four skills, 
building relevant vocabulary and 
grammar, and encouraging learner 
independence. 


E Topic development aimed at getting 
students thinking about key issues. 


E Development of micro-skills beyond 
exam practice. 


E IELTS task types progressively 
introduced, emphasizing similarities 
in skills required. 


E Language syllabus designed for IELTS 
and other academic contexts. 


E ‘Help yourself’ sections help students 
plan their own study. 


m www.oup.com/elt/ielts offers extra 
materials for students. 


Student’s Book MultiROM (available 
only with the Student’s Book) with 
extra material and a link to one online 
practice test at: 


fordenglishtesting.com 
Ejo g esting.co 


IELTS Masterclass 

978 0194575478 Student’s Book Pack (Book and 
MultiROM) 

9780194575355 Teacher's Book 

987019 4575362 Class Audio CDs (2) 


P senso Oxford Student’s Dictionary PAGE 65 


htesting.com 


for all your testing needs 


Workbooks for these courses have a link to online practice tests 


Each practice test replicates the actual exam. Students can use the following interactive tools » 
to get to know the papers and learn from their mistakes: 


E Instant marking and feedback for multiple choice and gapfill (cloze) 


questions. 
E Online dictionary. 
E Exam tips. 


E Audio scripts and sample written answers. 


E Save answers and continue later. 


Teachers also have the option to assign tasks and track students’ progress 
via the Learning Management System at oxfordenglishtesting.com. 


n > Master 


Masterciass 


` 
2 


See page 41 for latest developments. 


All our CD-ROMs are Interactive Whiteboard friendly. 


Masterclass 


Proficiency 


Masterclass 


ADVANCED 
C2/CPE 


Kathy Gude and Michael Duckworth 


The highly successful course for the 
Cambridge Proficiency exam. Authentic 
sources throughout for receptive skills 
work together with hints and training. 


E Three complete practice tests in the 
CPE Workbook with guidance in Tests 
1 and 2, and complimentary cassette. 


E Photocopiable activities and tests in 
the Teacher’s Book. 


Proficiency Masterclass 

9780 194329125 Student’s Book 

978 0 19470501 1 Workbook With Key and Audio CD Pack 

978 0 19 4705028 Heth Without Key and Audio CD 
Pacl 

978 0 19 4329132 Teacher's Book 

978 0 19 4329224 Class Audio CDs (2) 


BEC Vantage 


Masterclass 


UPPER-INTERMEDIATE 
B2/BEC VANTAGE 


Nina O'Driscoll and Fiona Scott-Barrett 


BEC Vantage Masterclass is ideal for pre- 
service and in-service learners. The 
course has a practical approach and is 
suitable for classroom use or self-study. 
Online materials include extra activities, 
Unit and Progress tests. 


BEC Vantage Masterclass 

978 0 194531979 Course Book 

978 0 194531818 Workbook and Audio CD Pack (With 
Key) 

9780 194531986 Teacher's Book 

978 0 19 4532044 Class Audio CDs (2) 


PET Result | new | 


With 
Online Workbook 


INTERMEDIATE 
B1 


Jenny Quintana 
A new level for the Exams Result series - with an Online Workbook. 


= Student’s Book available with or without code for the Online Workbook, accessed 
via oxfordenglishtesting.com 


The Online Workbook offers 


E Exercises with automatic marking, instant feedback, online dictionary, and 
grammar look-up. 


E Access to one complete online PET practice test, and one PET for Schools 
practice test. 


E Option for teachers to assign tasks, and track students’ progress via the Learning 
Management System (LMS) at oxfordenglishtesting.com. 


=Œ Workbook also available as a printed Workbook Resource Pack with MultiROM and 
a link to a PET and PET for Schools online practice test. 


= Teacher’s DVD shows real students and examiners doing a complete Speaking test, 
with analysis. 


PET Result 
9780194817295 Student's Book with access to Online Workbook and one PET Practice Test and one PET for Schools Practice 

Test 
9780194817158 Student’s Book 
9780194817202 Printed Workbook Resource Pack with Key, with access to one PET and one PET for Schools Practice Test 
9780194817219 Printed Workbook Resource Pack without Key, with access to one PET and one PET for Schools Practice Test 
978019481712 7 Teacher's Pack (Teacher's Book, including Assessment Booklet with DVD and Dictionaries Booklet) 
9780194817233 Class Audio CD 


PET Result Online Wokbook with automatic marking 


Teacher-directed learning via Learning Management 
System 


Online PET practice test 


EXAMINATIONS 


Exams Result 


Specifically written 
for the revised exam 
(December 2008). 


Updated for the revised exam 
(December 2008). 


FCE Result 


UPPER-INTERMEDIATE 
B2/FCE 


Paul A. Davies and Tim Falla 


CAE Result 


ADVANCED 
C1/CAE 


Kathy Gude and Mary Stephens 
A multi-level exam preparation series for Cambridge ESOL exams which inspires 
students to better exam results. 


With its fresh design, high-level support for teachers, and multi-media components, 
Exams Result is a striking series with one clear aim: better exam preparation for 
students and teachers. 


= Student’s Books with a contemporary and vibrant design make it easier for students 
to engage with the material and stay motivated. 


= Thorough preparation for each exam paper. 
€ Free-standing skills sections give teachers extra flexibility with their syllabus. 
© How to do it boxes for help with exam techniques. 


© Integrated dictionary skills work encourages students to get the most from their 
dictionaries and become independent learners. 


= Teacher’s Pack includes Teacher’s Book, a pull-out Dictionaries Booklet, and an 
Assessment Booklet with DVD. 


The MultiROM in the Workbook Resource Packs includes listening material, and a link 
to two online practice tests at: 


oxfordenglishtesting.com 
Gp oer 


FCE Result 
9780194800273 Student’s Book 


CAE Result, New Edition 
978019 4800396 Student’s Book 


Teacher’s Book DVD 
Teachers’ website 


978 0 194800341 Workbook Resource Pack With Key 
978 0 19480035 8 Workbook Resource Pack Without Key 


978 0 19 4800372 Teacher’s Pack including Assessment 


Students’ website Hate with DVD and Dictionaries 


9780194800310 Class Audio CDs (2) 


& oxfordenglishtesting.com 
` D g g 


for all your testing needs 


Workbooks for these courses have a link to online practice tests 


Each practice test replicates the actual exam. Students can use the following interactive ico 
to get to know the papers and learn from their mistakes: —_— 


E Instant marking and feedback for multiple choice and gapfill (cloze) questions. 
E Online dictionary. Masterclass 
E Exam tips. 

E Audio scripts and sample written answers. 
E Save answers and continue later. 


Teachers also have the option to assign tasks and track students’ progress 
via the Learning Management System at oxfordenglishtesting.com. 


See page 41 for latest developments. — 


978 0 194800464 Workbook Resource Pack With Key 

978 0 19 480047 1 Workbook Resource Pack Without Key 

978 0 194800495 Teacher’s Pack including Assessment 
Booklet with DVD and Dictionaries 
Booklet 


978 0 19 4800433 Class Audio CDs (2) 


SEEALSO English Result PAGE 31 
Business Result PAGE 34 
oxfordenglishtesting.com PAGE 41 


& 


Business 


AS 


Visit www.oup.comjelt for inspiring teaching ideas, resources, and support. 


EXAMINATIONS 


First Certificate 
Skills: Use of 
English 


UPPER-INTERMEDIATE 
B2/FCE 


Mark Harrison 


Thorough preparation for the revised 
FCE Use of English Paper (December 
2008), providing in-depth coverage 
and extensive exam practice. 


E Extra vocabulary practice focuses on 
phrasal verbs, collocations, word 
formation, and word sets. 


E Extensive practice of FCE Paper 3 
tasks. 


E Four complete FCE Use of English 
Papers. 
E Notes on common learner errors. 


First Certificate Skills: Use of English, New Edition 
978 0 19 4528252 Student's Book 


978 0 19 4528269 Teacher's Pack (Student’s Book and 
Answer Booklet) 


First Certificate 


Knockout 


UPPER-INTERMEDIATE 
B2/FCE 


Peter May 


First Certificate Knockout offers 
comprehensive exam training with 
lively topics and a colourful design. 


First Certificate Knockout 

9780 19 4533645 Student's Book 

978 0 19 4533676 Workbook and Cassette Pack (With 
Key) 

978 0 19 4533669 eas and Cassette Pack (Without 
Key 

9780194533652 Teacher's Book 

978019 4534789 Class Audio CDs (2) 

978 0 19 4533287 Michigan ECCE Workbook 

978 0 19 4533300 Michigan ECCE Workbook Cassettes (2) 

Audio cassettes for this title are still available. Please contact 

your local OUP office, or see the online catalogue. 


Towards 


Proficiency 
or 


Peter May 


A course which bridges the gap 
between FCE level and Cambridge 
Proficiency. Towards Proficiency can be 
used both as an exam preparation 
course and a general advanced course. 


E Writing Bank with model answers 
and full training in all writing tasks. 


E Structured syllabus for Paper 5. 
m Workbook for the Cambridge CPE. 


Towards Proficiency 

978 0 19 4332439 Student’s Book 

978 0 19 4332606 aes and Cassette Pack (With 
Key 

978 0 19 4332613 CPE Workbook and Cassette Pack 
(Without Key) 

978 0194332446 Teacher's Book 

978 0194332620 Class Audio CDs (2) 


Audio cassettes for this title are still available. Please contact 
your local OUP office, or see the online catalogue. 


ECCE Result! 


UPPER-INTERMEDIATE 
B2 


Gregory J Manin and Alicia Artusi 


Thorough preparation and practice for 
the Michigan American English ECCE 
exam. 


Part of a multi-level series of American 

English exams courses. 

E Age-appropriate ECCE preparation 
material. 


E Balanced coverage of all exam 
sections. 


E Extra support includes tips, language 
guides, and model writing tasks. 


E Regular review pages. 
E Overprinted Teacher’s Book. 


ECCE Result! 

9780194817004 Student’s Book 
978 0 194817011 Teacher’s Book 
9780194817059 Audio CDs (2) 


ECPE Result! 


ADVANCED 
C2 


Peter May 

Systematic training and practice for the 

Michigan American English ECPE exam. 

Part of a multi-level series of American 

English exam courses. 

E Strong focus on grammar and 
vocabulary. 

E Techniques for completing exam 
tasks. 

E Regular review pages. 


E Ten complete practice tests in the 
accompanying Test Book. 


ECPE Result! 

978 0 19 4305464 Student's Book 

978 0 19430547 1 Answer Key and Tapescripts 
978 0 19 4305488 Class Audio CD 


Titles in red are new or forthcoming. Please check publication dates with your local OUP office. 


Skills for Life Exam 
Preparation Pack 


UPPER-INTERMEDIATE 
B2/FCE 


Petrina Cliff and Tom Bradbury 


The Skills for Life Exam Preparation Pack 
helps teachers fully prepare ESOL 
learners for the Cambridge ESOL Skills 
for Life exams at all levels. 


E Full set of 10 photocopiable exam 
practice tests for Entry 1-Level 2 
familiarizes learners with the general 
exam format as well as specific skills 
modes. 


© Audio CD for listening practice and 
preparation. 


E Teacher support book helps teachers 
fully understand how the exam works 
and provides tips for exam 
preparation techniques. 


E Marking scheme for quick and 
effective grading. 


© Laminated flashcards of everyday 
signs and symbols prepare E1-E3 
learners for the reading exam and are 
useful for additional classroom 
material. Comes in a durable 
carry-case making it easy to transport 
and keep all components together. 


9780194811002 Skills for Life Exam Preparation Pack 


EXAMINATIONS 


Tactics for TOEIC® 
Speaking 
and Writing Tests 


Grant Trew 


Developed for the new TOEIC® 
Speaking and Writing Tests. Content is 
authorized by ETS and contains official 
TOEIC Speaking and Writing Test items. 


= Sample TOEIC Speaking and Writing 
tests, plus authentic sample 
responses and grades for each level of 
every task in the tests, with 
annotated examiners’ comments and 
scoring guidelines. 


E Pack includes two Audio CDs. 


E Key and tapescripts in separate booklet 
at the back of the Student’s Book. 


E A range of practical Test tips, Language 
building activities, and Tactics reinforced 
with immediate practice to help 
students succeed in the test. 


E Mini-tests to review and reinforce test 
tactics and vocabulary from the units. 


= Word list and accompanying 
vocabulary review quizzes. 


9780194529525 Tactics for TOEIC® Speaking and 
Writing Tests Pack 


SEEALSO Business Venture 1 with Practice 


for the TOEIC® test PAGE 39 


Tactics for TOEIC® 
Listening and 
Reading Tests 


Grant Trew 


Developed for the new TOEIC® 
Listening and Reading Test. Content is 
authorized by ETS and contains official 
TOEIC test items. 


E A range of practical Test tips, Language 
building activities, and Tactics reinforced 
with immediate practice to help 
students succeed in the test. 


= Two complete practice tests with 
explanatory key and tapescripts. 


E Listenings feature a range of speakers 
to familiarize students with the accents 
heard in the new TOEIC test. 


© Understanding natural English sections 
raise awareness of sound changes 
that can make native speech difficult 
to understand. 

E Mini-tests to review and reinforce 
test tactics and vocabulary from the 
units. 


= Word list and accompanying 
vocabulary review quizzes. 


The Student’s Book and Practice Tests 
are available separately. 


Tactics for TOEIC” Listening and Reading Test 
9780 194529594 Pack 

978 0 194529532 Student’s Book 
9780194529556 Practice Test 1 
9780194529563 Practice Test 2 


Oxford practice 
tests for the 
TOEIC® test 


Providing practice, strategies, and 
advice, these two volumes of Practice 
Tests are the perfect way to prepare for 
the TOEIC® test. 


E With Key versions include 
explanations about the answers, 
tapescripts, and a conversion chart for 
students to work out their score. 


E Two volumes of tests available for 
more practice. 


E Can be used by all levels of students. 


E Detachable answer sheets help 
students get used to exam procedure. 


Oxford practice tests for the TOEIC® test 
9780194535267 Volume 1 With Key 

9780194535274 Volume 1 Without Key 

978 0194535281 Volume 1 Cassettes (2) 

978 0 19 453529 8 Volume 1 Audio CDs (3) 
9780194535304 Volume 2 With Key 

9780194535311 Volume 2 Without Key 
9780194535328 Volume 2 Cassettes (2) 

978 0 19 4535335 Volume 2 Audio CDs (3) 
9780194535342 Volume 1 Pack With Key and 3 Audio CDs 
9780194535359 Volume 2 Pack With Key and 3 Audio CDs 


SEEALSO People, Places, and Things Reading PAGE 57 
People, Places, and Things Listening PAGE 59 


Oxford 
preparation 
course for the 
TOEIC® test 


New Edition 


This shorter course has five topic 

based chapters that help students 
develop the strategies needed to 

improve their TOEIC® score. 


Now available in a pack with tapescripts 
and answer keys, two Practice Tests and 
Audio CDs - ideal for classroom use or 
self-study. 


E Answer key explains why answers are 
right or wrong. 


E Exposure to the varied accents in the 
listening sections. 


E Grammar glossary. 


E Student’s Book and Practice Tests 
also available separately. 


Oxford preparation course for the TOEIC® test, 
New Edition 


9780 194564359 Pack 

9780 194564007 Student's Book 
9780194564045 Practice Test 1 
9780194564052 Practice Test 2 


Preparation 
-= and Practice 


we 


IELTS Preparation 
and Practice 


Wendy Sahanaya, Jeremy Lindeck, 
Richard Stewart, Vladimir Pejovic, 
Michael Nicklin, and Peggy Read 


E Descriptions and examples for 
answering test questions. 


E Practice tests. 
E Tips for all modules. 


E Suitable for classroom use and self 
study. 


IELTS Preparation and 
Practice: Practice Tests 


Designed to meet the needs of 
students preparing to take the IELTS 
exam, the book offers: 


E Practice Tests for Listening, Reading, 
and Writing. 


E Annotated Answer Key. 


No speaking test material is included; 
the Listening and Speaking book is 
updated to explain and practise the 
new Speaking test format. 


IELTS Preparation and Practice 

978 0 195540932 Reading and Writing Academic Module 

978 0 195540949 Reading and Writing General Training 
Module 

9780 195516296 Listening and Speaking, 2nd Edition 

978 0 19 4574747 Listening and Speaking, 2nd Edition 
Cassettes (2) 

9780195516319 Practice Tests with Annotated Answer 
Key 

9780194575324 Practice Tests Cassette 


On Course for 
IELTS 


Darren Conway and Brett Shirreffs 


A 120-hour integrated skills 
coursebook that takes students from 
IELTS 5 to IELTS 6. 


E Topicbased coursebook featuring 
integrated skills work and a 
‘communicative’ approach. 


E Extensively tested by IELTS teachers. 


E The course assumes no prior IELTS 
experience. 


On Course for IELTS 
9780195516630 Student's Book 
9780195516647 Teacher's Book 
9780194575331 Cassettes (2) 
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SEEALSO Oxford Student's Dictionary 
IELTS Practice Tests 


Visit www.oup.com|elt for inspiring teaching ideas, resources, and support. 


